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Dr. William L. Steefe } 

To bacco Institute Testing Laboratory" " 

2~TaTFCourt, Suite 201 
Rockville, Maryland 20850 

Dear Dr. Steele: 

The data for the seven samples received from you for the Interlab Sample Comparison #10 are 
given below. 
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Robert A. Fenner, Ph.D. 

Manager, Cigarette Testing Services 


cc: Dr. C. Ellis 

Mr. W. F. Kuhn 
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